AUXILIARY ELBOD EQUIPMENT 



Elrod Self-Contained Water Cc 
frigeiated Type Complete in 
motors 208 to 240 volt AC 01 

Single Phase Only 

□rod Mold Oil 



id Model E and 
Is (Also all Elrods equip- 
mre oiler.) (Note, one gal- 



SANEB 



Elrod Model AFG1712 

AFG1712 Minus Mold 

Molds for Margooh Pigs AFG484 



I SABLE 
I ABALO 
I BAISA 



. 300.00 BAKES 
. 200.00 BAKEN 



AEC-104J 

Mold Container, complete. AEC-1020B .. .. 
Metal Drip Cup Assembly, complete. 



9. AEC-1655A. . 
id Diffusion Tube 



> THRU 
i TROWS 

> REDYN 






AUXILIARY ELROD EQUIPMENT 

Extra box of approximately 800 Asbestos 

Pellets. AEC-1281 >/i $18.00 HOOIY 

Extra Pressure Oiler DUiuslon Tubes. 

AEC1281-C 10.25 MALTS 

Charge for repacking Pressure Oiler Dii- 

fusion Tube at factory, each 2.65 

Mold Housing Cleaning Outfit. AEC-1015. 14.50 BULLY 
Reamers for reaming out the cored holes 

On all molds which have two or three 

ing strip must be reamed out. On the 

should be ordered. 
EC1340V4C 18 S 24 pt. Mold) 

Elm^BReameiHandle COm P !et0 4 ' 3 ° STENT 

for above ) 

EC1347V4A 30 5 36 pt. MoldS 

BcBSvxAR^H^di;} v*** 1 ** "° SIEYS 



lor Model £ electric or gas-heated Elrod 

1 EC-1619V4A Stationary Knife 

1 EC-1617C Movable Knife \ 

3 EC-1461 Wedge Crank Springs 

! tA Material Cut-Off Safety 



1 EC-1755 Positive Beturn Bracket 

2 EC-1757 Positive Return Bracket Ad- 
justing Screw Springs 

1 EC-1775 Cutter Head Return Spring. . 

2 EC-1547 Material Clamp Plate Stud 
Springs 

2 EC-1481A Puller Slide Springs 

6 EC-1318C Plunger Conn. Rod Pins. . 

1 EC-1667 Material Cut-Off Gauge 

Plunger Spring 

Complete Set $38.00 SANTY 



E-AX-2 



Confidential Information for Ludlow Salesmen 

AUXILIARY ELROD EQUIPMENT 



r 



1 EC-1620'/4 Movable Knife (36 point). . 
1 EC-1616A Stationary Knife (36 point) . . 
1 EC-1607'/iA Stationary KnlJn (>:.: 
1 EC-1619V4A Stationary Knife 

(18 point) 

1 EC-1633WA Material Cut-Off 

Safety Spring 

3 EC-1461 Wedge Crank Springs 

4 EC-1620F Movable Knife S] 

1 EC-1755 Positive Return Bracket 

2 EC-1757 Positive Return Bracket Ad- 
justing Screw Springs 

1 EC-1775 Cutter Head Return Spring. . 

2 EC-1547 Material Clamp Plate Stud 
Springs 

2 EC-1481A Puller Slide Springs 

6 EC-1318C Plunger Conn. Hod Pins.. 
1 EC-1667 Material Cut-Off Plunger 





Complete Set $ 






Standard set ol spare electric heating units 
and resistors for Model E or Model F Elec- 
tric-Heated Elrod machines, consisting of: 




1 AEC-1392EB Bottom Throat 


2 AEC-1300EC Sealing Ca>; 




Complete Set $1 


/^ 
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AUXILIARY ELROD EQUIPMENT 



Standard set of emergency repair parts f 
electric or gas heated Elrod machines, c< 



3 No. 3405 Positive Return Safety 
6 No. 1318-C Plunger Rod Pins 



5. 1621 Movable K . : 
_ 3. 1649-B Motor Belt 
1 No. 3409 Wedge Return Spring 

.'.8 Spring 
1 No. 3632 Rod Return Spring 



o. 3430 Spring 
3 No. 3642 Springs 
3 No. 3679 Springs 

Complete Set $38.00 KMERG 

Standard set of spare electric heating units and 
thermostat switch for Model K electric heated 
Elrod Machines, consisting of: 

1 No. fi-3315 Thermostat-Switch 

1 No. ACH-3320 Crucible Heater R. H. 

1 No. flCH-3321 Crucible Heater L. H. 

2 No. AW-3325 Throat and Sealing 

Heaters 

Complete Set $87.00 KPARE 



iw Typogiaph Company 



